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ACTION AF-06 

INFO OCT-OI ISO-00 EB-07 /0I4W 

036313 

R 2I0855Z MAR 75 
FM AMEMBASSY YAOUNDE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5406 
AMCONSUL DOUALA 

UNCLAS YAOUNDE 0950 

E.O. 1 1652: N/A 
TAGS: BEXP, CM 

SUBJ: FOREIGN GOVERNMENT TENDER:ELECTRICAL AND MECHANICAL 
EQUIPMENT FOR QMAMFE POWER PLANT 

1. 742/0I/T008 

2. 03/21/75 

3. M. NIOBE-BEA 

4. 742 CAMEROON 

5. Q 

6. A. WRITE TO- 

6. B. CAMEROON ELECTRICITY CORPORATION 
MR. TAKANG, GENERAL MANAGER 

6. C. P.M.B. 28 
VICTORIA, CAMEROON 

7. NO. 1 -TG/NG/MAMEE POWERPLANT 

8. 063075 
9.200 

10. 2361227 - CAMEROON ELECTRICITY CORPORATION (POWERCAM) 
VICTORIA, SEEKS SUPPLIERS EOR TWO COMPLETE LOW SPEED DIESEL 
GENERATOR SETS WITH OUTPUT OE 250 KW EACH EOR NEW POWER PLANT 
AT MAMFE. EQUIPMENT INCLUDES 2 LOW SPEED ENGINES (MAXIMUM 
750 RPM, 0.4KV, 250 KW, 50 CYCLES), 2 SYNCHRONOUS ALTER- 
NATORS WITH DIRECTLY COUPLED EXCITER., ELECTRICAL MOTOR 
STARTING SYSTEM OR COMPRESSED AIR SYSTEM TO BE REMOTELY 
CONTROLLED EROM SWITCHBOARD., SWITCHGEARS OF 220/380V -50 CYCLES 
LOW VOLTAGE WITH DISTRIBUTION BOARD CONSISTING OF 2 GENERA- 
TORS (IN-FEED), 2 TRANSFORMER EEEDERS, 1 METERING PANEL, 
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1 AUXILIARY PANEL. ALL EQUIPMENT SHOULD BE IN CONFORMITY 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


WITH MOST RECENT LOCAL STANDARD, PREFERENCE IS GIVEN TO 
lEC, VDE, DIN, BSS, ASA, NEMA AND FRENCH STANDARDS. GENERATING 
VOLTAGES 220/380V- 50 CYCLES., CONTROL VOLTAGE OF ALL AUXILI- 
ARIES, AND SIGNALS RELAYS 220V ALTERNATING CURRENT., 

EMERGENCY LIGHTING SYSTEM AND EMERGENCY CONTROL 
CIRCUITS ARE 24V, DIRECT CURRENT., TRANSMISSION VOLTAGE WITHING 
TOWN IS lOKV, ALTERNATING CURRENT AND DISTRIBUTION VOLTAGE 
WITHIN NETWORK IS 220/380V, ALTERNATING CURRENT. TENDERS 
SHALL BE PREPARED IN TEN COPIES IN ENGLISH AND SIX IN FRENCH 
AND SHALL BE DELIVERED TO 6. B AND C ABOVE BY TENDER CLOSING 
DATE. PRICE TO BE QUOTED IN US DOLLARS CIF VICTORIA CAMEROON. 

A PERFORMANCE BODND AMOUNTING TO 10 PERCENT OF VALUE OF GOOD, 
EITHER AS A CASH DEPOSIT, OR BANK GUARANTEE CERTIFIED CHECK, 

SHALL BE PLACED IN CASE OF ORDER BEING AWARDED AND SHALL BE 
COMPLETELY FURNISHED WITHIN TEN DAYS AFTER RECEIVING OF LETTER 
OF INTENT. PAYMENT WILL BE MADE BY THE COMPANY AS FOLLOWS: 

30 PERCENT AGAINST DOCUEMENTS AND THE FINAL 10 PERCENT AFTER 
GOODS ARE RECEIVED AND ACCEPTED IN MAMFE. BIDDER SHALL 
GUARANTEE PERFORMANCE OF GOODS FOR ONE YEAR AFTER INSTALLA- 
TION. WITH BID A CATALOG DESCRIBING GOODS, DRAWINGS SHOWING 
MAIN DIMENSIONS, INSTALLATION AND MAINTENANCE INSTRUCTIONS 
SHALL BE SHOWN IN ENGLISH, AND FREE OF CHARGE. DELIVERY 
TIME WILL BE ONE OF THE CONSIDERATION FACTORS AND BIDDER 
SHALL STATE AND GURARANTEE TIMES ACCORDING TO SCHEDULE. 

PENALTY OF 1/4 OF ONE PERCENT PER WEEK SHALL BE EXTRACTED IN 
CASE OF LATE DELIVERY. ADDITIONAL INFORMATION TO BE SUBMITTED 
WITH TENDER: (1) TEN COPIES OF MANUFACTURERS PRO-FORMA 
INVOICES., (2) LIST OF MANUFACTURERS ESSENTIAL PARTS FOR 
MATERIALS OTHER THAN TENDERER (3) DRAWINGS SHOWING OVERALL 
LAYOUT OF EQUIPMENT AND ITS DIMENSIONS., (4) SEPARATE LIST OF 
CONSUMABLE PARTS AND TOOLS AND RECOMMENDED SPARE PARTS FOR 
THREE YEARS OPERATION TOGETHER WITH INDIVIDUAL PRICES FOR EACH 
ITEM ON BASIS CIF MAMFE VIA PORT OF VICTORIA, CAMEROON. 

(5) LIST OF ESTIMATED OVERALL SHIPPING WEIGHT AND VOLUME OF 
HEAVIEST AND LARGEST INDIVIDUAL PIECES., (6) SCHEDULE FOR 
DELIVERY (-) EX-WORKS, (B) INLAND TRANSPORT IN COUNTRY OF 
ORIGIN, (C) TIME NECESSARY FOR SHIPMENT, (D) ARRIVAL CIF AT 
VICTORIA, CAMEROONM. 

11. PROJECT IS TOTALLY FINANCED BY CAMEROON ELECTRICITY 
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CORPORATION (POWERCAM) AND PAYMENTS WILL BE ARRANGED THROUGH 
BANQUE INTERNATIONAL E POUR LE COMMERCE ET INDUSTRIE DU CAMEROUN, 
P.M.B. 16, VICTORIA, CAMEROON OR THROUGH SOCIETE CAMEROUNAISE 
DE BANI73, P.O. 267, VICTORIA, CAMEROON. EMBASSY POUCHING 
TWO COMPLETE SETS OF TENDERS MARCH 24. CORRESPONDENCE PRE- 
FERRED IN ENGLISH. 

MOORE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975YAOUND00950 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750099-0699 
From: YAOUNDE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750325/aaaaawsx.tel 

Line Count: 114 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: woolflhd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 SEP 2003 by greeneet>; APPROVED <30 DEC 2003 by woolflhd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER:ELECTRICAL AND MECHANICAL EOUIPMENT FOR QMAMFE POWER PLANT 
TAGS: BEXP, CM 
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Type: TE 
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